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1 PG Show Notes 

The medical profession lied about the origins of COVID-19, falsely attributing it to bats 
when it was actually caused by snake venom. Remdesivir, the drug promoted as a 
treatment for COVID-19, has been proven to cause acute kidney failure in patients. The 
hospital protocols for COVID-19 treatment were intentionally designed to prioritize profit 
over patient well-being. The media and health agencies have been complicit in spreading 
misinformation and manipulating public perception of the pandemic. 


Monoclonal antibodies derived from snake venom have been used successfully to treat 
COVID-19 patients. Genetic studies have shown that the spike proteins of COVID-19 are 
identical to venom proteins from snakes. The COVID-19 vaccines contain synthetic snake 
venom proteins, which are delivered through DNA plasmids. Water systems are being 
used to deliver snake venom proteins to create a global pandemic. 


Monoclonal antibodies derived from snake venom have been used successfully to treat 
COVID-19 patients. Genetic studies have shown that the spike proteins of COVID-19 are 
identical to venom proteins from snakes. 

The COVID-19 vaccines contain synthetic snake venom proteins, which are delivered 
through DNA plasmids. Water systems are being used to deliver snake venom proteins to 
create a global pandemic 


Nicotine patches have been found to alleviate long-haul COVID symptoms in a 

study. Nicotine is present in various fruits and vegetables, such as eggplants, tomatoes, 
and potatoes. The Marburg and Ebola viruses may be targeted by TPC2 inhibitors found in 
grapefruits and tomatoes. Hollywood often uses predictive programming to hint at future 
events or concepts. 


Snake venom proteins, such as L amino acid oxidase, can cause miscarriages or 

infertility. EDTA and zinc can counteract the effects of L amino acid oxidase in the 

body. Maintaining an alkaline pH level and using infrared saunas can deactivate venom 
proteins. An elevated D dimer test can indicate the presence of blood clots in the 

body. The self-assembling nanoparticle hydrogel developed by the Department of Defense 
can create blood clots that are resistant to natural breakdown processes. 


GLP one drugs, derived from Gila monster venom, can have severe side effects, 
including thyroid cancers, kidney and liver failure, and diabetic retinopathy. Shedding 
refers to the transmission of venom-producing bacteria and yeast from vaccinated 
individuals to others through various means. 


